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PURCHASE MATERIAL: AIS] 304/316 STAINLESS STEEL WOVEN OR WELDED WIRE MESH SCREEN 


PART NUMBER: M304MS " “ pp WHERE: S = MESH SCREEN SIZE NUMBER 


.WWW = SIZE OF OPENING (IN INCHES) 
.DDD = WIRE DIAMETER (IN INCHES) 


EG. #4 MESH SCREEN, 0.203" OPENING, $0.047" WIRE 
M304MS$4.203-.047 
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